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XXXV. AbJiraSl of a Regijier of the Barometer y 'Thermo- 
meter ^ and Rairiy at Lyndon, m Rutland, 1778, By 
Thomas Barker, Efquire. Communicated by Thomas 
White, Efquire, F. R. S. 



Read May 20, 1779. 







Barometer. 


Thermometer. 


Rain. 






In the Houfe. 


Abroad. 




Jan. 




Highefl 


Loweft 


Mean. 


High. 

42i 
43i 


Low. 


Mean 


High. 

41 
44i 


Low 
21 


Mean 

32 
37 




Morn, 

Aftern. 


29,90 


28,16 


29,27 


32 . 

32i 


37 


1,980 


Feb. 


Morn 
Aftern. 


29,85 


28,66 


29>3S 


44i 
45^ 


34 
34- 


38 
39 


45 
51 


24 
32 


3H 


0,949 


Mar. 


Morn. 
Aftern. 


29,98 


2&,6r 

* 


^9^3^ 


51 


35i 

37i 


4ii 
43- 


52 
59 


24f 

36 


36 

44' 


1,196 


Apr. 


Morn. 
Aftern. 


29,81 


28,92 


2:9,^3 1 


56 
58 


4ii 
43 


47J 
49 


51 

65-1 


39 
40' 


41 

51 


1,037 


May 


Morn. 
Aftern. 


29^79 


28>94 


29,41 


61 
62 


48} 
49 


54 
551 


59f 

70 


45 

52 


50 
61 


1,322 


June 


Morn. 

Aftern. 


29,86 


29-, 1 8 


29rS8 


66 
68 


S3 
55 


60 
6ii 


65i 

8of 


43.- 
57 


55i 
69 


2,714 


July 


Morn. . 
Aftern. 


29,82 


29,02 


29,48 


7Pi 

73I 


61 


64I 
66i 


66' 
85 


62+ 


591 

-2f 


4,icJ3 


Aug. 


Morn. 

Aftern. 


' 3o>oo 


29,10 


29,69 


(>7i 

70 


5^ 
56 


65 


63 

76 


42 

57 


56 
69 


0,391 


Sept. 


Morn. 
Aftern.. 


29.99 


28,72 


29>54 


62I 

64 


48? 
50 


56' 

57 


551 
66 


321 

441 


46 


1,660 


oa. 


Morn. 
Aftern. 


29,64 


28,62 


29,31 


57 


44' 

45 


48- 
49i 


61 


26 
3H 


39i 

50 


4,238 


Nov. 


Morn. 
Aiftern. 


29,72 


28,63 


29,23 


52 
S3 


42 
43 


46J 

47 


53 

56 


30 
3H 


40| 
46 


3,845 


Dec. 


Morn. 

Aftern. 


3Qj23 


28,25 


29,34 


51 


40 
41 


44 
45 


5if 

52i 


28 

33 


40 
44 1 


2,835 
























26,270 



This 



548 Mr. BARKIR^ 'Regifler of 

This fummer baying hten Uotter than ufual, I here 
give aa abftrait of the hotteft month in it. 



••MMIMpMiM 



to ^^°^^- 
^^ Aftern. 



July 2iJ 



Barbmieter 



«»i<i « iH i*iM— ;l|>M»««WNIW 






fligHeff 



29,82 



tioweft^ 



j. 



29,10 



9-9y$^ 






70I 



Thermorneter. 



In tfie Houfe. 
High. 



. 



62i 

63 



65i 

67i 



Abroad. 



HlghJUiOw. 



66 
85 



54 



Mean 



61 



70 75 



,1 



The year began with froft.' The fharpeft and longeft 
this winter which lafted about a fortnight; but the fnow 
never got deep, and the froft towards the end was rhuch 
broken , and the wipter was not, on the whole, either fe ver^ 
6rwet» Somewindy wet weath^ followed the froft; but 
it was oftener dark, fair, calm, and coid, and frequently 
fcarce either froft m thaw* The fpring feed time was 
good ; at firft dark and cold, but a fortnight M the end of 
March and beginning ^f Apr0 Was funny ^ fine, and 
warm, and fome days qtiite hot; then it turned cold 
again, with feverd vary ftiarp, frofty minings, and 
fometimes hail and fnowt 

Towards the end of April it gi?ew ithild and growing 
again; frequent fmall fhowers, and fometimes windy 
the firft half of May. As fummer advanced it was drier 
*and hotter; '^ery much fo in June and July, being the 
hotteft fummer jince 1762, if not lince 17.50. The 
a ground 
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gmund was much btirnt, biif ti<X ft) mile*: as fe 
for two very heavy thtinder ^Ihdwct^, June i 7 atid 28, 
kept the grafs from entirely failing. But as we had 
fcarce a fettled rainy day for half a y^jur^ c«ily ftiowers 
often with thunder, thoie places where tiey did not fall 
were much more burnt than we, which was the cafe ia 
moift of the South aqd Ea'ft of England, and I believe to 
tne North and Weft ot us they had more rain th^h we. 
Many and heavy Ihowers in the twelve laft days of July 
made the grafs grow again for a while; but the harveft 
was exceeding fine, not a day's hindrance, many finifhed 
in Augu'ft, and the crops were in general pretty good. 
At that time the ground burnt again pretty much j there 
were fome fhowers in September^ but the feafon was in 
general dry and calm, and it was upon the whole a very 
pleafant year. 

Frofty mornings began early, for there were fome be- 
fore September was out; Mdfoan after the beginning of 
October it grew wetter, often windy and frequent frafty 
mornings,. This dark, wet feafon continued till toward 
the middle of December, and grew more ftormy, but 
fewer frofty mornings after October. In fcarce ten weeks 
there fell near half a year's rain; the drynefs of the 
ground carried it off for a good while, but it w^as very 
full of wet at laft. The wheat feed-time being early, and 
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55 o -^^^ B ARKEii's Kegifler of the Weather^ %ct. 
the clays fo wed btfore the ground ^t wet, it went very 
well into the ground, and looks finely in moft pjaces. 
The latter part of December was dark, fair, amd mild, 
and in general ealm, till the laft day a violent ftorm, 
which Ibnie fnppofed as ftrong as- that in 1705 did a 
great deal of damage in the North of England, and the 
Eaftern part of the South of it ; but does not feem to have 
been fo fti:ong toward the. W^ern parts* 




